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E.O. 11652: N/A 
TAGS: PFOR, YO 

SUBJECT: CONGRATULATORY MESSAGE TO FOREIGN SECRETARY 

MINIC 

1. EMB REQUESTED TO PASS FOLLOWING CONGRATULATORY 
MESSAGE TO FOREIGN SECRETARY MINIC FROM SECRETARY KISSINGER. 
WE DO NOT PLAN TO RELEASE BUT HAVE NO OBJECTION IF 
YUGOSLAVS WISH TO DO SO. 

2. BEGIN TEXT: DEAR MR. MINISTER: RECALLING OUR FRUIT- 
FUL MEETING IN NEW YORK ON APRIL 15, 1 LEARNED WITH 
PLEASURE OF YOUR RE-ELECTION MAY 17 AS FEDERAL SECRETARY 
FOR FOREIGN AFFAIRS AND DEPUTY PREMIER. PLEASE ACCEPT 
MY SINCERE CONGRATULATIONS. HENRY A. KISSINGER. END 
TEXT. 
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